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24 l>ec«Eab«r 1963 


MJSMORANDUM FOR; Deputy Director {Science & Technology J 


1. Although the mrector hae signed the covering letter, 
please rewrite the initial part of the comments with the fol- 
lowing in mind; The Director wants more eaid about the 
Kinael Advisory Board and he alio wsnte to call it the Scientific 


Advisory Board to the Director of Central Intelligence rather 
than ttie Agexicy Scientific Advisory Beard. He wants to point 
out that it was created for certain purpoees and to state those 
purposes along the Unee of Kinael's mlselon letter. He wants 
to cover the membership by name as you have d <me for fe e 

Webster Panel and he also wants to mentiem th«| 

and the I IPanel and such other subpanel s of the Scientific 


Panel 


Advisory Board as may be formed. 


2. Other than the foregoing, he fiiinks it’s a fine report. 
Rewrite it in accordance vdth the foregoing and submit it to 
mm for approval prior to dispatch. 


C^'SC’. 


Marshall S. Carter 

Liieutenant General, USA 

Acting Director 


Distribution! 

C^y 1 - DD/S&T w/ 


and B 


tOopy 2 - DDCX w/ o att 

Copy 3 - Executive Director -Comptroller w/o att 
Copy 4 - EA/DCI w/o att 
Copy 5 - ER w/o att 
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This document contoins information effecting the national security of the United States within the mean- 
ing of the espionage lows U. S. Code Title 18, Sections 793 and 794. The law prohibits its transmis- 
sion or the revelation of its contents in ony manner to an unauthorized person, as well as its use in cny 
manner prejudicial to the safety or interest of the United States or for the benefit of ony foreign govern- 
ment tc the detriment of the United States. It is to be seen only by U, S. personnel especially indoc- 
trinoted and outhorized to receive information in the designated control chonnels. Its security must be 
mointoined in occordonce with regulations pertoining to the designoted controls. 


This document contains information referring to Pro|ects: 


Approved For Release 2Q03/02/JWaA^6(a^l)1 676R 001 30003001 1 -5 






(CL ASSI FI C ATION ) 







